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RESOLUTIONS OF THE SOLE SHAREHOLDER 
dated December 19, 2016 - no 3615/16 


In the year two thousand and sixteen, on the nineteenth day of December 

Before us, Maitre Henri Hellinckx, notary, residing in Luxembourg, Grand Duchy of 
Luxembourg, 

There appeared: 

JARGONNANT PARTNERS S.a r.l., a company incorporated and existing under the 
laws of Luxembourg, having its registered address at 35, rue Glesener, L-1631 
Luxembourg, recorded with the Luxembourg Trade and Companies Register section 
B number 78830, here represented by Mrs. Diane Wolf, employee, professionally 
residing at 35, rue Glesener, L-1631 Luxembourg, by virtue of a proxy, given in 
Luxembourg, on 16 December 2016. 

The said proxy, initialled ne varietur by the appearing party and the notary, will remain 
attached to this deed to be filed at the same time with the registration authorities. 

Such appearing party is the sole shareholder of JP Commercial IV S.a r.l., a societe 
a responsabilite limitee, (hereafter the «Company»), formed and existing under the 
laws of the Grand-Duchy of Luxembourg, having its registered office at 35, rue 
Glesener, L-1631 Luxembourg, recorded with the Luxembourg Trade and Companies' 
Register Section B number 122170, incorporated pursuant to a notarial deed dated 15 th 
November 2006, published in the Memorial C, Recueil des Societes et Associations, 
No. 84 of 31 st January 2006. 

The appearing party, being the sole shareholder and representing the entire share 
capital, may validly deliberate on all items of the following agenda: 


Agenda: 
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1 . Decision to be taken concerning the dissolution of the Company in compliance 
with the law of August 10, 1915, as amended. 

2. Appointment of a liquidator and determination of his powers. 

The sole shareholder took the following resolutions: 

First resolution 

In compliance with the Law of August 10, 1915 on commercial companies, as 
amended, the sole shareholder decides to dissolve the Company and to put it into 
liquidation. 

Second resolution 

As a consequence of the above taken resolution and in accordance with Article 21 of 
the articles of association of the Company, the sole shareholder decides to appoint as 
liquidator JARGONNANT PARTNERS S.a r.l., being the sole shareholder of the 
Company, represented by Mrs Diane Wolf, residing professionally at 35, rue Glesener, 
L-1631 Luxembourg, born in Stuttgart, on May 28, 1967. 

The liquidator has the broadest powers as provided for by Articles 144 to 148 of the 
law of August 10, 1915, on commercial companies, as amended. 

The liquidator may perform all the acts provided for by Article 145 of the law of 
August 10, 1915, on commercial companies, as amended, without requesting the 
authorization of the general meeting in the cases in which it is requested. 

The liquidator may exempt the registrar of mortgages to take registration 
automatically; renounce all the real rights, preferential rights mortgages, actions for 
rescission; remove the attachment, with or without payment of all the preferential or 
mortgaged registrations, transcriptions, attachments, oppositions or other 
impediments. 

The liquidator is relieved from inventory and may refer to the accounts of the 
corporation. 

The liquidator may, under its responsibility, for special or specific operations, delegate 
to one or more proxies such part of its powers it determines and for the period, it will 
fix. 

The liquidator may distribute the Company's assets to the members in cash or in kind 
to his willingness in the proportion of their participation in the capital. 

There being no further business, the meeting is closed. 

The undersigned notary who speaks and understands English, states herewith that upon 
request of the appearing person, the present deed is worded in English, followed by a 
German version; upon request of the appearing person and in case of divergences 
between the English and the German text, the English version will be prevailing. 
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Whereof this deed is drawn up in Luxembourg on the day stated at the beginning of 
this document. 

The document having been read to the person appearing known to the notary by his 
name, first name, civil status and residence, this person signed together with the notary 
the present deed. 

Follows the German translation: 

Im Jahre zweitausend und sechzehn, am neunzehnten Dezember 

Vor dem unterzeichneten Notar Maitre Henri Hellinckx, mit Amtssitz in Luxemburg. 

1st erschienen: 

JARGONNANT PARTNERS S.a r.l., eine Gesellschaft gegriindet unter 
Luxemburgischen Recht mit Geschaftssitz in 35, rue Glesener, 1631 Luxemburg, 
GroBherzogtum Luxemburg, eingetragen im Handels- und Gesellschaftsregister von 
Luxemburg in Sektion B unter der Nummer 78830, hier vertreten durch Frau Diane 
Wolf, Privatangestellte, geschaftlich ansassig in der 35, rue Glesener, 1631 
Luxemburg, gemaB privatschriftlicher Vollmacht, ausgestellt am 16. Dezember 2016 
in Luxemburg. 

Die Vollmacht wird nach Unterzeichnung ne varietur durch die Erschienene und den 
unterzeichneten Notar gegenwartiger Urkunde als Anlage beigefiigt, um mit derselben 
einregistriert zu werden. 

Die erschienene Partei ist der alleinige Gesellschafter von JP Commercial IV S.a r.l., 
eine societe a responsabilite limitee, («die Gesellschaft»), mit Geschaftssitz in 35, rue 
Glesener, 1631 Luxemburg, GroBherzogtum Luxemburg, eingetragen im Handels- 
und Gesellschaftsregister Luxemburg in Sektion B unter der Nummer 122170, 
gegriindet auf Grund einer notariellen Urkunde vom 15. November 2006 
veroffentlicht im Memorial C, Recueil des Societes et Associations (Amtsblatt) am 31. 
Januar 2007 unter der Nummer 84. 

Die Erschienene, in ihrer Funktion als alleiniger Gesellschafter, die das gesamte 
Gesellschaftskapital vertritt, soil iiber alle Punkte der folgenden Tagesordnung 
beratschlagen: 

Tagesordnung: 

1. BeschluBfassung beziiglich der Auflosung der Gesellschaft in 
Ubereinstimmung mit dem Gesetz iiber Handelsgesellschaften vom 10. August 
1915 in seiner geanderten Fassung 

2. Emennung eines Liquidators und Festlegung seiner Befugnisse. 

Der alleinige Gesellschafter fasste die folgenden Beschliisse: 
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Erster Beschluss 


In Ubereinstimmung mit dem Gesetz fiber Handelsgesellschaften vom 10. August 
1915 in seiner geanderten Fassung beschlieBt der alleinige Gesellschafter, die 
Gesellschaft aufzulosen und in Liquidation zu setzen. 

Zweiter Beschluss 

Als Folge dieses obengenannten Beschlusses und gemaB Artikel 21 der Satzung der 
Gesellschaft beschlieBt der alleinige Gesellschafter, als Liquidator einzusetzen 
JARGONNANT PARTNERS S.a r.l. in seiner Funktion als alleiniger Gesellschafter 
der Gesellschaft, vertreten durch Frau Diane Wolf, geschaftlich ansassig in der 35, rue 
Glesener, 1631 Luxemburg, geboren in Stuttgart, am 28. Mai 1967. 

Der Liquidator wird mit den weitest gehenden fur die Liquidation der Gesellschaft 
notwendigen Befugnissen ausgestattet, so wie in den Artikeln 144 bis 148 des Gesetzes 
iiber Handelsgesellschaften vorgesehen. 

Uberdies kann er alle in Artikel 145 genannten Handlungen auch ohne Erfordemis 
eines zusatzlichen Zustimmungsaktes seitens der Hauptversammlung ausiiben. 

Der Liquidator kann den Grundbuchbeamten von der automatischen Eintragung 
entbinden; er kann auf alle dinglichen Rechte, Vorzugsrechte (privileges), Hypotheken 
sowie Auflosungsklagen verzichten; er kann die Loschung von Beschlagnahmen, mit 
oder ohne Sicherheitsleistung, von Vorzugsrechts- oder Hypothekeneintragungen, von 
Umschriften, Pfandungen, Widerspriichen und sonstigen Hinderungen beantragen. 

Der Liquidator ist von der Pflicht entbunden, ein Inventar zu erstellen; er kann auf die 
Gesellschaftskonten Bezug nehmen. 

Der Liquidator kann, unter seiner Verantwortung, einen Teil seiner Befugnisse fur 
spezielle oder bestimmte Geschafte auf einen oder mehrere Bevollmachtigte 
iibertragen. Umfang und Zeitraum dieser Ubertragung werden durch den Liquidator 
festgesetzt. 

Der Liquidator kann die Gewinne der Gesellschaft an ihre Mitglieder in bar oder in 
Sachmitteln in dem Verhaltnis ihrer Beteiligung am Gesellschaftskapital ausschiitten. 

Da nunmehr die Tagesordnung erschopft ist, wird die Hauptversammlung geschlossen. 

Der amtierende Notar, der englischen Sprache kundig, stellt thermit fest, dass auf 
Ersuchen der vorgenannten Parteien, diese Urkunde in englischer Sprache verfasst ist, 
gefolgt von einer Ubersetzung in deutscher Sprache. Im Lalle von Abweichungen 
zwischen dem englischen und dem deutschen Text ist die englische Lassung 
maBgebend. 

Woriiber Urkunde, aufgenommen zu Luxemburg, am Datum wie eingangs erwahnt. 

Nach Verlesung und Erklarung des Vorstehenden an die Erschienene - dem Notar den 
Namen, Vornamen, sowie Stand und Wohnort nach bekannt - hat die selbige mit dem 
Notar gemeinsam die vorliegende Urkunde unterschrieben. 
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Gezeichnet : D. WOLF und H. HELLINCKX. 


Enregistre a Luxembourg A.C.l, le 27 decembre 2016. 
Relation: 1 LAC/20 16/4 15 45 


Re§u douze euros 
12 .- € 


Le Receveur, (s) P. MOLLING. 


- FUR GLEICHLAUTENDE AUSFERTIGUNG - 

Der Gesellschaft auf Begehr erteilt. 


Luxemburg, den 9. Januar 2017. 
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